
421 WEST 54th STREET/ NEW YGgK, NY J0019, 




WESTSIDE LAB., IMC. 


SUBSIDIARY DF Cl 


9(X 



B CDRP. 


421 WEST 54th STREET 


1277 


NEW YORK, N. Y. 10019 
( 212 ) 765-5380 

BILL TO: 

Mr. T. Nelson 

458 West 20th Street 

New York, N.Y. 


DATE 2/24/69 


CUSTOMER’S P. O. #C0D 

Our # 1603 


WORK DONE 

FOOTAGE 

UNIT PRICE 

PRICE 

7276 Develop only 

50 

.03 

1.50 



Tax 

.08 




$ 1.58 


TOTAL 


RECEIVED PAYMENT 


DATE 


AMT 


